JANUARY 30, 1956 


Adopted by the following vote: 


Yeas— Ald. Becker, Belen, Bradshaw, 
Brooks, Dean, Hauser, Heller, Kircher, 
Klock, Kowalski, Lavey, Moore, Murning- 
han, Potter, Poxson, Stabler—16. 

Nay—None. 





COUNCIL PROCEEDINGS 87 


Council adjourned at 8:50 P.M. 


MILLIE M. BROWN, 
City Clerk. 


Lansing, Michigan. 
January 30, 1956. 
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January 17, 1955, 
Room 206, 
City Hal] Annex. 


The regular meeting of the Board of 
Electrical Examiners was called to order by 
the chairman, Robert Garver. 


Members present—Robert Garver, E. J. 
Baker, C. J. Richards, J. A. Wright, and 
Inspectors Donald Deal and Claude Edwards. 


Norman J. Malone, Bert Chapman, Max 
Shively applied for Class “A”? examination. 


Leon Sparks and Orville Emerson applied 
for Class “‘B’”? examination. 


Meeting called to order at 7:15 P.M. and 
examinations started. 


Grover DeForest appeared to complain 
about certain unsatisfactory work per- 
formed for him by an electrical contractor. 
The Board explained the limitations of 
authority in such matters and agreed that 
the work must be performed to comply 
with the Electrical Ordinance, but still 
might not be satisfactory to the customer. 


This department cannot interfere in any 
agreements between the customer and con- 
tractor except where said work is below 
the standards required. 


A motion was made by Baker and sec- 
onded by Wright, when work performed 
does not meet the standards set by ordi- 
nance and corrections are required, this 
department must send a letter to the con- 
tractor and a copy to the customer, if his 
address is known, stating the corrections 
needed and giving a date for completion of 
corrections, allowing not more than fifteen 
(15) days from the date of the letter, for 
corrections to be made. The contractor’s 
license will be temporarily suspended in the 
event of failure to comply. This motion 
passed with the provision that action be 
initiated to request an amendment to the 
present ordinance covering such action. 


The Board recommends the adoption to 
the ordinance of a new part 11 of Section 
23.16 of the Electrical Ordinance. 

Adjourned at 9:30 P.M. 


Inspectors remained to complete exami- 
nations. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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February 21, 1956, 
Room 206, 
City Hall Annex. 


Members present—Robert Garver, J. A. 
Wright, Inspectors Donald E. Deal, and 
Claude Edwards. 


A quorum not being present no official 
meeting was called. Nine men appeared 
to request examination for electrical license. 


William Brockway, Richard LaPoint, 
David Haupt, Theodore Thompson, Stanley 
Skozylas and Robert Howard were per- 
mitted to.write for a class ‘“‘A” license. 
These men all intend to become contractors 
if they pass. — 


Thomas Ellis and Frederick Thompson 
were ‘permitted. to write for a class ‘‘B” 
license. 


Chairman Garver set a specia! meeting 
for 7:00 P.M., March 6, 1956, notice of 
such meeting to be sent to each member, 
together with a statement of business ‘to 
be considered. 


There was an unofficial discussion of the 
duties of the board to the public. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. — 
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Lansing, Michigan, 
March 6, 1956, 
Room 206, 
City Hall Annex. 
Members present-—Robert Garver, J. A. 
Wright, C. J. Richards, E. J. Baker, and 


Inspectors Donald E. Deal and Claude E. 
Edwards. 


Mr. Deal explained purpose of special 
meeting, specifically to consider complaints 
of violations of Ordinance placed against 


Mr. Hackett by persons not present. 


Each specific complaint was read and 
answered by Mr. Hackett. Mr. Hackett 
agrees to make all corrections now and in 
future jobs and to have all permits and 
inspections kept up to date. 


Board takes no further action at this 
time. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary, 


Electrical Examining Board. 
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That the foregoing claims be allowed 
and the City Clerk be and she is hereby 
authorized to draw orders on the City 
Treasurer for the amount allowed each 
claimant. 


“ Adopted by the following vote: 


Yeas — Ald. Becker, Belen, Bradshaw, 
Brooks, Dean, Hauser, Heller, Kircher, 
Klock, Kowalski, Lavey, Moore, Murning- 


MARCH 26, 1956 


han, Potter,: Poxson, Stabler—16. 
Nays—None. 
Council adjourned at 10:20 P.M. 


MILLIE M. BROWN, 
City Clerk. 


Lansing, Michigan. 


March 26, 1956. 
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Lansing, Michigan, 
March 20, 1956, 
if Room 206, 
City Hall Annex. 
ROLL CALL 


- Members present—Chairman Robert Gar- 
ver,’ J. A. Wright, C. J. Richards and 
Inspectors Donald E. Deal and Claude E. 
Edwards. 


‘Donald Spicer and Albert Richmond ap- 
peared to request examination for class 
“A” license. 


y Request granted and examination started. 


-Thomas Esch appeared to request Class 
“1 contractors license. Mr. Esch is pres- 
ently licensed class “‘A’’ journeyman and, 
as provided by ordinance, is entitled to 
a contractors license after signing appli- 
eation and payment of fee. Mr. Esch de- 


cided, as long as we are nearly at the 
end of the fiscal year, he will consider 
waiting and get a 1956 license. 


The Board requested the Inspector to 
send letters to all Electrical Contractors, 
requesting a complete list of all employees 
engaged in electrical construction, said list 
to be in this office before any new licenses 
can be approved. This was decided after 
it was learned that several contracotrs have 
more men working than we have licensed 
or registered as apprentices. It was also 
noted that some contractors have several 
apprentices and no journeyman. We hope 
to correct this condition and impress the 
contractors with the’ importance of comply- 
ing with the Ordinance as written. 


Meeting adjourned at 9:30 P.M. 


Inspector Deal stayed to complete the 
examinations. 


Respectflully submitted, 


DONALD E. DEAL, 
Secretary. 
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Lansing, Michigan, 
April 17, 1956, 
Room 206, 

City Hall Annex. 


Members Present—Chairman Robert Gar- 
ver, J. A. Wright, C. J. Richards, E. J. 
Baker and Inspectors Donald E. Deal and 
Ciaude E. Edwards. 


Stanley Skozylas, Harry R. Sparks, Jr., 
William Lander and John Gephart appeared 
to request an examination for journey- 
man’s license’ Class “B’. Board granted 
requests and examination started in another 
room. 


Mr. Cawell M. Stroud, holder of an Indus- 
trial Class ‘‘A’’ license and employed at 
Centrifugal Fusing Co. requested permis- 
sion to install electrical wiring for hire, 
outside of the plant and without any fur- 
ther license. Request was denied with 
explanation to ordinance to clarify the fact 
that a class “T’’:' contractor’s license is 
required to do wiring for public hire. 


A 200 ampere entrance panel diagram, 
left here by Bulldog Electric Products 
Co., was studied and discussed. A motion 


was made by Richards and supported by 
Wright, the 200 ampere Bulldog panel 
Catalog number XD-18-250 will not be 
recommended by the Board for use in 
Lansing. 


Motion passed with a vote of 4 to 0. 


An alternate type of 200 ampere panel, 
which could be manufactured by any com- 
pany, was discussed and tentative approval 
was voiced. Final decision reserved until 
engineering is completed. 


Proposed State Electrical Law was dis- 
cussed. 


Coming Electrical Industry Show in De- 
troit discussed. 


Mr. Deal stayed to complete examinations. 


Meeting adjourned at 8:15 P.M. 
Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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Proceedings May 15, 1956 


Lansing, Michigan, 
May 15, 1956, 
Room 206, 
City Hall Annex. 
Members Present—C. J. Richards, J. A. 
Wright, Inspectors Donald E. Deal and 
Claude E. Edwards. 


A quorum not being present the meet- 
ing was not called to order. 


Francis Schmidt, Adam Kessler, Walter 
Cartwright, and David Jenkins appeared to 
request examination for class ‘‘B’’ license. 


K. V. Gibson and Richard Smith appeared 
to request examination for class ‘‘A” 
license. 


Their applications being in order, re- 
quests were granted and examination 
started by inspector Deal, who remained 
until examinations were completed. 


DONALD E. DEAL, 
Secretary. 
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Lansing, Michigan 
June 19, 1956 
Room 206 

City Hall Annex 


ROLL CALL 


Members present—D. P. Robinson, Robert 
Garver, E. J. Baker, C. J. Richards, and 
Inspectors Donald E. Deal and Claude 
Edwards. 

Richards LaPoint applied for examination 
for Class “‘B’’ License. 


Leon Sparks, Elsa McDonald, Stanley 
Skoczylas, Mathew Bionda, Robert Bulock, 
Alvin David requested examination for 
Class ‘‘A”’ License. 


L. W. Atherton requested examination 
for Industrial Class ‘“‘A”’ license. 


Applications accepted and examinations 
started. 


Meeting opened by Chairman Garver at 
73:15 P.M. 


There was a discussion of local conditions 
until 7:30 when Mr. Kenneth Bohnet and 
Mr. E. Fox appeared by appointment. 


The problems involving them was dis- 
cussed at length and, when all questions 
had been answered, Mr. Bohnet and Mr. 
Fox retired to the hallway to permit the 
Board to discuss the matter privately and 
to reach a decision. 


Motion by Robinson and seconded by 
Baker to grant request with reservations. 


At 9:00 P.M. they were requested to 
return to the meeting rom and were in- 
formed that their request was granted with 
certain specified reservations and  pro- 
visions. 


This arrangement appearing satisfactory 
to the parties involved, the meeting was 
adjourned at 9:15 P.M. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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Lansing, Michigan 
July 17, 1956 
Room 206 

City Hall Annex 


ROLL CALL 


Members Present: D. P. Robinson, C. J. 
Richards, Robert Garver, J. A. Wright and 
Inspectors Donald E. Deal and Claude 
Edwards. 


Meeting opened by Chairman Garver at 
7225 P.M. 


Merl Fluke applied for examination for a 
Class ‘‘A”? Contractors License. 


L. W. Atherton requested examination 
for Industrial Class ‘A’? License. 


Three new circuit breaker type of resi- 
dential service entrance panels, that have 
recently appeared on the market, were dis- 
cussed at length. A new, mast type, serv- 
ice was discussed and studied. The Board 
feels that the equipment offered is not 
suitable for Lansing. No other business 
appearing, the meeting was adjourned at 
8:05 P.M. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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Lansing, Michigan 
August 21, 1956 
Room 206 

City Hall Annex 


ROLL CALL 


Present—J. A. Wright, D. P. Robinson, 
E. J. Baker, Robert Garver, Cal. Richards 
and Inspectors Donald Deal and Claude E. 
Edwards. 


Meeting called to order by Chairman 
Robert Garver at 7:10 P.M. 


Donald Spicer appeared to request exam- 
ination for Class ‘‘A” license. William Gib- 
son, Arthur Wagner, Richard Holden and 
Lawrence Long requested examination for 
Class “‘B”’ license. 


Requests were granted and examinations 
started. 


Stanley Skoczylas appeared to request 
approval for a Class “I’® Contractor’s 
license. The Board interviewed the appli- 
cant and reviewed his past record and, 


after deliberation, the Board approved the 
application. 


After discussion, a motion was offered 
by Robinson and seconded by Wright— 
Cireuit wiring supplying ranges or dryers 
may be wired to comply with the National 
Electrical Code Article 2203, Section G. 


Motion passed. 


Interpretation: Ranges or dryer circuits 
may now use a neutral conductor one size 
smaller than the current carrying conduc- 
tors. Example: 2 #6 and 1 #8 in cable. 


After discussion a motion was offered by 
Richards and seconded by Wright—Supply 
conductors for any 100 ampere service shall 
not be smaller than #2 type R.H. wire and 
#1 Type R. 


Motion passed. 


Proposed amendments to ordinance read 
to the Board. The Board suggests corrected 
copies be sent to each member for study 
to be discussed at next regular meeting. 


Meeting adjourned at 10:00 P.M. 
Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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Lansing, Michigan 
September 18, 1956 
Room 206 
City Hall Annex 
Members present—D. P. Robinson, C. J. 
Richards, Robert Garver and Inspectors 
Donald E. Deal, and Claude E. Edwards. 


Meeting called to order by Chairman 
Robert Garver at 7:30 P.M. 


Bruce D. Cornett, Delbert Hannast, Wil- 
liam Brockway, Richard Smith and Herman 
Rudolph applied for examination for a 
class ‘“‘B’”? Journeyman license. 


David Houpt applied for examination for 


‘class ‘‘A’” Journeymah license, request 


granted and examination started in another 
room: 


City Attorney Joseph Lavey arrived and 
a discussion of the legal aspects, and re- 
quested editorial changes, of the proposed 
amendments to the Electrical Ordinance 
followed. 


The possible legality of the new State 
Electrical Law was also discussed. 


Meeting adjourned at 10:15 P.M. 
Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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Lansing, Michigan 
October 16, 1956 
Room 206 

City Hall Annex 


ROLL CALL 


Present—J. A. Wright, Robert Garver, 
D. P. Robinson, C. J. Richards and Inspec- 
tor Donald E. Deal. 


Meeting called to order by Chairman 
Robert Garver at 7:30 P.M. 


Loren D. Frye and Duane Switzer re- 
quested examination for Class “‘B’ Journey- 
man License. Request granted and exami- 
nation started in another room. 


The 1956 Inspectors Convention was dis- 
cussed. The fact that 102 changes have 
been made in the new National Electrical 
Code was brought out. 


The method and type of examination we 
are presently using to determine qualifica- 
tions of applicants for licenses was dis- 
cussed. The need for new examinations 
was agreed upon. It was also agreed that, 
in view of past experience, a higher degree 
of qualification should be required for 
contractors. 


Meeting adjourned at 8:30 P.M. 
Deal remained to complete examinations. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 


A collaborative digitization project of the City of Lansing and Forest Parke Library and Archives - Capital Area District Libraries 





951 


OFFICIAL PROCEEDINGS OF 


Board of Electrical Examiners 
OF THE CITY OF LANSING 





Proceedings, November 20, 1956 





November 20, 1956, 
Room 206, 

City Hall Annex, 
Lansing, Michigan. 


The regular meeting of the Board of 
Electrical Examiners was called to order 
by the temporary Chairman E. J. Baker 
at 7:00 P.M. 


Members present—C. J. Richards, J. A. 
Wright, E. J. Baker and Inspectors Donald 
Deal and Claude Edwards. 


Burton V. Nostrant, Raymond E. Holmes, 
William Kirkly, and Richard Smith re- 
quested examination for Class “A” and 
Contractors license. 


Glenn Irwin and Adam Kessler applied 
for Class “B’ journeyman examination, 
permission to write was granted and exami- 
nation started in another room. 


Mr. W. P. Lander appeared to request 
a limited contractors license to_ install 
heating plants only. Mr. Lander has had 
about 20 years experience in this phase of 
the industry and appears capable of per- 
forming the type of work he desires to do. 
The Board questioned Mr. Lander at length, 
then excused him while they reached a 
decision. The Board concluded that Mr. 
Lander is qualified to install the wiring 
required for heating plants and is entitled 
to a license and shall obtain permits and 
inspections as any other contractor. 


A discussion of the new 1956 Code and 
the need to adopt it into our local ordinance 
followed. 


Meeting adjourned at 9:00 P.M. Mr. Deal 
remained to complete the examinations. 
Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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City Hall Annex, 
Room 206, 
December 18, 1956. 


Members present C. J. Richards and 
Inspectors Donald E. Deal and Claude E. 
Edwards. A quorum not being present, 
the meeting was not officially opened. 


David L. Jenkins, Walter Keith Cart- 
wright, Charles W. Brown requested exami- 
nation for class ‘‘B” license, examination 
started in another room. 


Approximately fifty people, representing 
manufacturers, distributors and contractors, 
were present to discuss the expected amend- 
ments to the electrical ordinance and policy 
of interpretation, 


Discussion ended and examinations com- 
pleted at 10:30 P.M. 


Respectfully submitted, 


DONALD E. DEAL, 


Secretary. 
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